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HARYANA GOVT GAZ., SÉPT . 17, 1991 (BHDR . 26 , 1913 SAKA ) 


[ PART 1 


IRRIGATION DEPARTMENT 


The 3rd September, 1991 


No. 690 /40 - L / B . Garh /Drg. — Whereas it appears to the Governor of Haryana that the land 
specified bylow is needed by the Government, at the public expenses, namely for land to be acquircd for 
constructing new alignment of Kultana Chhudani Bhupania Drain from RD 89000 to 92000 in villa ge 
Bhapraudan , Tehsil Bahadurgarh , District Rohtak . 

It is hereby notified that the land in locality described beluw , is likely to be aoquired for the 
above purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 
to all whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana hereby 
authorisos the officers of the lirigation Department with their servants and workmen for the time 
being engaged in the undertaking , to enter upon and survey any land in the locality and do all other 
acts required or permitted by that section . 

Any person interested who has any objection to the acquisition of any land in the locality , may 
within a period of 30 days of the publication of this notification , file an objection in writing before 
the District Revenue Officer-cum -Land Acquisition Collector, Rohtak . 


Plans of thc land may be inspected in the offices of the Land Acquisition Collector, Rothak , 
and Executive Engincer, Bahadurgarh Drainage Division , Rohtak . 


SPECIFICATIONS 


District 


Tehsil 


Village 


Directions 


Hadbast 
No. 


Aera in 

acics 


Rect. No. 


Killa Nos. 


A strip of land 3000 ft. in length 
generally lying in the direction from 
North -West to South -East . 


Rohtak 


Bahadurgarh 


Bahadurgarh 


22 


7.20 


127 


12/1 , 12/2 , 18 , 19, 23, 24 , 
25/2 , 1 , 10 


147 


1 , 10 


148 


4 , 5 


123 


12 , 13 , 18 , 19 , 21, 22 


As shown on the Index Plan 
and demarcated at site , 


Total = 


7.20 


By the order of the Governor of Haryana . 


H. K. ARORA , 


Superintending Engineer , 

Drainage Circle , 

Rohtak . 


